


: a ly, pve 
7 i 
LOw / Le i n. 


afer Cu deh | 
ihn the Sa Bare Ee | 
<r he es ie. 
( te (2/ ) , Mackeewto Hauwlare 
er hee ask 7 ee | 








hawt, af bau Ket ae bght, w hat 


fe Besley 7 Bue hob allel 
ars 2 Hou LL fo - a 2 Cafe” 
She Mearwh fim the eb 7 loa Wf Mudge 
The Ah jail Keim. Hs fanle F505 2 Of Hehe 
4 sqigt, ; 
Roe mush be THhia tule om aderAe, aheg 


RG104 E-1 Box 122 Aug-Dec 1880 . 4 A bee 





i ee h een - -—- es eo 


11.0 /5- mm ! : 


+ 


=. ee PAX 


A 2 ye 
” * 

| 
: & 
f 2 






NARA RG104, Entry 1, Box 122 


[Abstract:] Renews his recommendation of January 1880, per the purchase of 2 Seyss Assorting 
Machines for Standard Silver Dollars. 1150 4% 


Coiner’s Department. 





Mint of the United States at Philadelphia. 
December 1, 1880 


Hon. A. Loudon Snowden, 
Superintendent. 


Sir; 


I have the honor to call your attention to my letter of January 7th, 1880, in which I 
recommended the purchase of two (2) Assorting Machines for Standard Silver Dollars, from 
Mess. Seyss & Co., Atzgersdorf, near Vienna, Austria. 


Under the present enormous pressure for coin the want of these machines is seriously felt, 
and I desire again to strongly urge their purchase. They could be used, not only for Dollars, but 
to assort Eagles, and thereby save from 45 to 50 per cent of blanks from going to the Adjusting 
Room -— thus relieving that room from the handling of blanks that are light, or that are too heavy 
to file. 


The two (2) Assorting Machines that have been in use for the last three years, save a great 
deal of labor in the manufacture of Half Eagles. I note below the result of the working of Nov. 
24th, 1880, a working taken at random. 


The blanks from the selecting tables weighed ozs. 14,444.95 and after passing through 
the machines, left for the Adjusting Room to handle ozs. 8,525.81 of blanks. 


There were ozs. 2419.14 of Standard blanks, and ozs. 3500 of condemned blanks, a total 
of ozs. 5919.14, or about 41 per cent, of the entire lot of blanks, that never reached the Adjusters. 


This does not show all the advantage gained in the use of the machines. There must be 
taken into consideration also, the great saving of time, in that the adjuster only handled ozs. 
8525.87 of blanks, out of a total of ozs. 14,444.95 of blanks, and every blank handled was 
capable, by careful manipulation, of being made a coin of proper weight. 


Reference to the letter referred to will show cost of these machines, and the information 
respecting them, already in the possession of Mess. Seyss & Co. 


Trusting that you may see your way clear to purchase these desirable helps in producing 
the great work now upon this Mint, I am 


Very Respectfully, Your Obt. Servant 
O.C. Bosbyshell, Coiner. 


